WHITING BROS MOTEL is locatedon east High¬ 
way 66 in Holbrook and features 40 units with air 
conditioning, swimming pool, color T.V.. family 
rooms, room phones, tub shower combinations. 

Phone 524-6298, Holbrook. Arizona 
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